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UNCLASSIFIED 

PAGE 01 STATE 145190 
ORIGIN HEW-06 


Message Text 


INFO OCT-01 EUR- 1 2 ISO-OO OES-07 FSE-00 ABF-01 /027 R 


DRAFTED BY DHEW/PHS/CDC/NIOSH/DBBS:ESHARRIS 

APPROVED BY OES/APT/SEP:DMCRAMER 

DHEW/PHS/ASH/OIH:RDFISCHER 

DHEW/PHS/CDC/NIOSH:SBSMITH 

OFS/APT /SF.P:RTI .1 .TNG 

A/BF/FC : RWHITENER 

EUR/EE:SFROMOWITZ (INFO) 

114147 081404Z/64 

P 081337Z JUN78 

FM SECSTATE WASHDC 

TO AMEMBASSY BELGRADE PRIORITY 


UNCLAS STATE 145190 


E.O. 11652: N/A 


TAGS: TBIO, OSCI, TPHY, YO 

SUBJECT: XIX INTERNATIONAL CONGRESS ON OCCUPATIONAL 
HEALTH, SEPTEMBER 25-30 

ATTEN: SCIATT 


PLEASE PASS TO: INSTITUTE FOR MEDICAL RESEARCH AND 

OCCUPATIONAL HEALTH 

158 MOSE PIJADE, P.O. BOX 291 

ZAGREB 


ANXIOUSLY AWAITING REPLY TO MY LETTER OF APRIL 27 
REQUESTING INFORMATION ON XIX INTERNATIONAL CONGRESS ON 
OCCUPATIONAL HEALTH, SEPTEMBER 25-30, TO COMPLETE TRAVEL 
PLANS: 


UNCLASSIFIED 


UNCLASSIFIED 


PAGE 02 STATE 145190 

ELLIOTT S. HARRIS, PHD. 

DIRECTOR, DBBS 

NATIONAL INSTITUTE FOR OCCUPATIONAL 
SAFETY AND HEALTH 
4676 COLUMBIA PARKWAY 
CINCINNATI, OHIO 45226 VANCE 


Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 



Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 

UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 jan 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: HEALTH, MEETING AGENDA, ITINERARY, SEMINARS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 08 jun 1978 
Decaption Date: 01 jan 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978STATE145190 

Document Source: CORE 

Document Unique ID: 00 

Drafter: ESHARRIS 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780239-0876 
Format: TEL 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t1 9780681 /aaaacrhb. tel 

Line Count: 61 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 851b408f-c288-dd11-92da-001cc4696bcc 

Office: ORIGIN HEW 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 29 mar 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: N/A 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2435889 
Secure: OPEN 
Status: NATIVE 

Subject: XIX INTERNATIONAL CONGRESS ON OCCUPATIONAL HEALTH, SEPTEMBER 25-30 ATTEN: SCIATT 
TAGS: TBIO, OSCI, TPHY, YO, (HARRIS, ELLIOTT S) 

To: BELGRADE 
Type: TE 
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